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Description.: NONE - 98-0183 - GENERATION REDUCTION-PO0478 


98.CE.242 


Test Categories/Tests 

Target Average 

StdDev 

N 

Smoke 

FTC Butt Length, mm 

FTC Tar, mg/cigt. 

39.0 
15.0 

0.43 

16 

FTC TPM, mg/cigt. 

18.4 

0.56 

16 

FTC Nicotine, mg/cigt. 

1.04 

0.033 

16 

FTC Water, mg/cigt. 

2.32 

0.163 

16 

FTC Puffs/cigt. 

8.3 

0.20 

16 

Tar/Puff, mg 

1.8 



Cigarette 

Total RTD, mm of H20 

124 

8.8 

24 

Circumference, mm 

24.90 

0.066 

10 

Paper 

Permeability, CORESTA Units 

6 

0.8 

10 

Filter 

RTD, mm of H20 

55 

3.1 

25 

Tipping Paper Length, mm 
Ventilation, % 

36.0 

9 

1.1 

25 

Firmness (Unequil.) 

Firmness, mm (As Is) 

1.81 

0.064 

5 

Tobacco Weight, g 

0.573 

0.0043 

5 

Oven Volatiles, % 

13.0 

0.01 

2 


Notations: 


Static burn test at 20mm was deleted from raquest--it could not be 
performed. 


cc: 


All tests were conducted in the Philip Morris U.S.A. Research and Development Product Testing 
Laboratory. The above test results relate to the samples submitted to this laboratory 

during the stated time period. Extrapolation outside this time period is not appropriate. _ 
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